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“CARILLON AMERICANA”® BELLS INSTRUMENT 


The world’s largest and finest carillon. A 305 Bell instru¬ 
ment comprising the following sets of chromatically tuned 
bells: 

61 Flemish Bells 
61 Harp Bells 
61 Celesta Bells 
61 Quadra Bells 
61 Minor Tierce Bells 

The “Carillon Americana” Bells are played from a 2 
manual organ type console with full pedal clavier built to 
AGO standards. This instrument can be installed in any 
building — with or without a tower, and without the mas¬ 
sive construction required to support heavy cast bells. All 
units of this instrument, other than the stentors, are 
housed within the building, in as little as 50 square feet of 
floor space. Total weight of the tower equipment is under 
500 pounds. Automatic programs on the carillon are pro¬ 
vided through clock-controlled playing devices. 

“AMERICANA”® BELLS INSTRUMENT 


Inspired by the beauty of 
the Schulmerich “Carillon 
Americana” Bells, the 
“Americana” Bells are 
available in 50 to 183 bell 
ranges. To the beauty 
of traditional bell tones are 
added the new voices of the 
harp bells and /or the celesta 
bells. Schulmerich “Amer¬ 
icana” Bells add true depth 
to carillon music—a new 
spiritual dimension never 
before provided by carillons of old. The “Americana” 
Bells are played manually from a dual manual keyboard or 
automatically through the use of clock-controlled program 
accessories. In a true carillon, ancient or modern, each 
note must share an exact relationship with every other 
note, as to the location and proportion of the particals 
making up its tone. In the “Americana” Bells, as in all 
Schulmerich instruments, tuning of each partical of each 
note is achieved by a patented process, using a chromatic 
stroboscope assuring an accuracy of 1/20 of 1 per cent. 














“ARLINGTON ” 1 CARILLON 




Schulmerich “Arlington”® Carillons are manufactured in 
25-, 37-, 49- and 61-bell instruments, with power factors 
engineered to meet the volume requirements of every type 
of installation location. Played manually from a single, 
chromatic keyboard, from the organ console, or through 
completely automatic playing devices, the “Arlington” 
Carillons meet every known bell service demand. 
Over 600 “Arlington” Carillon Models available. 

“CORONATION”® 

CARILLON 

The Schulmerich “Coro¬ 
nation”® Carillon is a 25- 
Bell instrument, English- 
type tuning, for use from 
the tower as a carillon, plus 
inside the church or building 
with the organ, as organ 
bells. It is basically designed 
for manual playing, by any 
musician familiar with piano 
or organ — and may also be 
equipped with complete 
automatic playing devices. 
Over 900 “Coronation” Ca¬ 
rillon Models available. 

CATHEDRAL CHIMES 

Schulmerich Cathedral 
Chimes of conventional tu¬ 
bular brass design, are built 
both for use with the organ 
and for amplified chime 
music from the tower. En¬ 
gineered to out-perform all 
other tower chime systems 
and organ chimes, they are 
beautifully voiced in perfect 
pitch by “harmonic-tuning.” 
They are built in 21- and 
25-note models, with ampli¬ 
fication systems to meet all 
tower volume demands. 
Over 30 Cathedral Chime 
Models available. 

The Schulmerich Chimeatron is a self-contained instru¬ 
ment, with chime-tone generators, amplifier, reproducer 
and keyboard cased in fine wooden cabinet — for use as a 
solo instrument or with the organ as organ chimes. It is 
also amplified to provide tower-chime tones — distinctly 
different tones as compared to the perfect cast bell tones 
of the “Arlington” Carillons and the “Carillonic Bells” 
instruments. 

Over 40 Chimeatron Models available. 
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“BASILICAN ” 5 BELLS INSTRUMENT 



The Schulmerich “Basilican”® 
Bells is the most complete tra¬ 
ditional bell instrument ever 
created. Originally designed 
for the North American Col¬ 
lege in The Vatican City, 
Rome, Italy, it is now avail¬ 
able to chapels, churches and 
cathedrals. Using 6 bells, it is 
the perfect instrument for 
ringing the Angelus, Sunday 
and weekday Mass Calls, the 
de Profundis, all by clock con¬ 
trol, and Funeral Tolls manu¬ 
ally. The “Basilican” may be 
combined with the 25-bell 
“Coronation” Carillon, with 
any of the “Arlington” Caril¬ 
lons, or with both, for broader 
program use. 

Over 300 “Basilican” Bells 
Models available. 


“MARIAN’"® BELLS INSTRUMENT 



The Schulmerich “Marian”® 
Bells is a medium-priced 
instrument, designed to pro¬ 
vide minimum traditional bell 
uses for the Church. It is a 
three-bell unit, offering com¬ 
pletely automatic clock con¬ 
trol of one to three bells for 
the Angelus and Mass Calls, 
with semi-automatic and man¬ 
ual use of the bells for tolling 
and other purposes. 

Over 60 “Marian” Bells 
Models available. 


“ARCADIAN ” 5 BELLS INSTRUMENT 


The Schulmerich “Arcad¬ 
ian”® Service Bell and 
Hour Toll provides a low- 
priced instrument for the 
church, using one bell of 
the “Carillonic Bells’ as its 
tone source. It is designed 
for use where a single bell 
is required, the bell being 
rung manually or automat¬ 
ically by a program control 
clock. The “Arcadian” An¬ 
gelus and Mass Bell, a 
similar instrument, provides the Angelus and Mass Calls 
for the Catholic Church by clock control, with manual 
tolling of the single bell for funerals. Both of the “Ar¬ 
cadian” instruments may be equipped with a manually- 
operated record-player — either single-speed manual or 
three-speed automatic changing. 

Over 40 “Arcadian” Bell models available. 



SCHULMERICH CARILLONS, INC. 















































“MAGNEBELL”® TAPE PLAYER 



The Schulmerich “MagneBell” is de¬ 
signed for the church or institution 
with a limited budget. At low cost, it 
provides the music of the famous 
Schulmerich carillons played on pre¬ 
recorded magnetic tape, controlled by 
a 15-minute interval program clock. 
A “Call-to-Service” Bell is included. 
The basic control cabinet provides a 
single housing for the tape player, the 
special audio amplification, the ‘‘Call- 
to-Service’’ Bell and a monitor re¬ 
producer. Schulmerich also produces 
the model 155 “RecordaBell”* in¬ 
strument, similar to the above, with 
a 4-speed record changer replacing 
the tape player mechanism. 
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The selection of the type and size tower instrument best 
suited to the needs of the institution and community to be 
served, can only be made after a survey of the many 
factors to be considered. Until the basic functions and 
program use of the instrument is determined, the proper 
equipment cannot be selected. Too much emphasis cannot 
be placed on the importance of making a thorough survey 
of the program needs of the institution, and a careful 
analysis of the facilities offered by each instrument, before 
a final selection is made. 

To assist architects and clients, these services are offered 
by Schulmerich Carillons, Inc., without cost or obligation: 

a. Field survey by District Manager 

b. Equipment and wiring layout by 
District Engineer. 

c. Architects Information File 
(available on request) no charge 

d. Factory engineering services for 
special projects. 

distribution 

Sales of all Schulmerich carillon and bell instruments are 
handled by direct factory representatives located through¬ 
out the United States and Canada. Schulmerich also main¬ 
tains its own organization of factory-trained field-engineers 
for installation and maintenance of Schulmerich carillon 
and bell instruments throughout the United States and 
Canada. 

cast bells and carillons 

For those lovers of traditional cast bells to whom weight 
and cost are no obstacle, Schulmerich offers the finest in 
imported cast bells. Carillons, chimes, peals, individual 
bells and a complete line of bell ringing equipment is now 
available. 


SCHULMERICH BRONZED ALUMINUM BELL SHELLS 



The churches on the cover are equipped 
with the above illustrated Schulmerich 
Bronzed Aluminum Bell Shells. 


Where the bell shape be¬ 
comes an important factor 
in the architectural design 
of a building, Schulmerich 
provides decorative bell 
shells in varying sizes to 
conceal the tower stentors. 
Made of spun aluminum 
finished in an anodized 
bronze color, these bell 
shells are available as ac¬ 
cessories to any Schul¬ 
merich Bell instrument. 
Here is the perfect answer 
to the problem of com¬ 
bining modern bell instru¬ 
ments with the traditional 
visual representation of the 
bell shape. 
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Partial List of Schulmerich Installations 

churches 

East Liberty Presbyterian Church, Pittsburgh 
Blessed Sacrament Cathedral, Detroit, Michij 
First Baptist Church, Midland, Texas 
Saint Sophia Greek Orthodox Church, Los Angeies, 

educational institutions 

Purdue University, Lafayette, Indiana 
University of Minnesota, Minneapolis, Mi: 
University of Florida, Gainesville, Florida 
North American College, Rome, Italy 

commercial 

First Security Bank, Salt Lake City, Utah 
Vienna Opera House, Vienna, Austria 
Syracuse Savings Bank, Syracuse, New 
First Federal Savings and Loan Ass’n, 

St. Petersburg, Florida 

memorials 

Bok Singing Tower, Lake Wales, Florida 
Stanley Park Carillon Tower, Westfield, Massacnu 
Victoria Lawn Cemetery, St. Catherines, Ontario, 
Veterans Memorial Carillon, Brainerd, Minnesota 


Architects information 
file available 
on request. 
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